THE 

NIAGARA FALLS MEMORIAL HOSPITAL 

is a general hospital serving the community 
with a wide range of treatment and diagnostic 
facilities. It is a member hospital of the 
American Hospital Association and fully ap¬ 
proved by the American College of Surgeons 
and the various departments of the State of 
New York. It is also a member of the Blue 
Cross Hospital Service Plan of Western New 
York. 
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